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FOIAb3b1 
FOIAb3b1 
EXHIBIT NO. 34 TO CONTRACT NO. ae - Customer 2, 
CONTRACTOR WARRANTS PRICES CONFORM TO THE 
FRON._—~ Baird-Atomic, Inc. price FORMULA INEFFECT ON THE DATE OF THIS EXHIBIT 
ee ee PRICES ARE FAIR AND REASONABLE; THIS EXHIBIT IS 
— lc k®wlll HEREBY APPROVED IN THE AMOUNT OF § 224.24 
FOIAb3b1 


PART NO. | NOMENCLATURE QUANTITY} UNIT PRICE | TOTAL PRICE | REMARKS 
' ! t H 
Bitten an On Foon + ec ee apn 

« | AR44-394 ' Cover, Eccentric i § | .41,29 | 90. 32 
| 

AR44<395 | Gasket, Eccentric Cover | 40 .75 i 30.00 | 

; ! H 

3. AR44-439 Thermostat | 12 8.66 | 103,92 | 


1 
i 
i 
i 
! 
I 
| 
i ' 
54 i) 
i | 
j 
i t 
| 
{ 
| i 


: : 
' i 


PREVIOUS UNCOMMITTED BALANCE | $6 301. 04 | 
TOTAL THIS EXHIBIT 224, 24 | 


PRESENT UNCOMMITTED BALANCE 


PRESERVATION, PACKING: Commercial DELIVERY COMPLETED BY: July 31, 1961 
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APPROVED PRODUCTION LIST NO. 32 To CONTRACT NO. NN - Customer 2, List No. 61-11 
STATOTHROM_ APPROVED. sss SIGN 6-15-61 
{AUTHORIZEO REPRESENTATIVE } {DATE} 
T0 _Baird-Atomic, Inc. PREPARED _SIGN 
{OATE)} 
THROUGH 
FOIAb3b1 
| i 
AG | PART NO. NOMENCLATURE QUANTITY. UNIT PRICE: TOTAL PRICE REMARKS 
, = ! ee 
: 1.  AR44-394 | Cover, Eccentric B . 1h29 | 90.32 
2, AR44-395 | Gasket, Eccentric Cover ‘40 | .75 | 30.00 
: | , | 
3. | AR44-439 | Thermostat | 12: 8.66 |, 103.92 
! i | | 
| | bo | 
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PRESERVATION, PACKING: Commercial _ DELIVERY COMPLETED BY: July 31, 1961 
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STATOTHR 


Page 1 of 1 Pages 
Production List liv. 61-11 to Contrect Ir. a 


90: Baird Atomic Inc. 


coves: 


tew Part See al Uaic 
Nr. Nr. pot Nomenclature ee 


zs BA~ARLL.39%. Cover, Eccentric BA 


2. BAHARUE305 Gasket, Eccentric Cover EA 


3. BAKARS439 Thermostat mA 


PACKING AND PRESERVATION: Pack for domestic shipment. 


oie. eae 


FOIAb3b 
11682 


Cost Remarks 


DELIVERY: Deliver to WRAMA at earliest possible date as Field requirement exists 
for partial quantities. 
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